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E.O. 11652: N/A 
TAGS: ASEC.APER 

SUBJECT: ITINERARIES - BOOTH AND BOCSKOR 

TOKYO FOR RSO FROM A/SY/FO 

1. RSOS DAVID BOCSKOR AND ROBERT BOOTH WILL TRANSIT TOKYO 
ENROUTE ASSIGNEMENTS IN PEKING. THEIR ITINERARIES FOLLOW: 

BOOTH 

AUG 18 - DEPART WDC VIA NORTHWEST ORIENT NO. 3 AT 10:00 
AUG 19 - ARRIVE HANEDA 2100 

AUG 21 - DEPART TOKYO VIA JAL 781, AT 0900. ARRIVE PEKING 
1205. 

BOCSKOR 

AUG 19 - DEPART WDC VIA NORTHWEST ORIENT NO. 3 AT 1000 
AUG 20 - ARRIVE HANEDA 2100 

AUG 21 - DEPART TOKYO VIA JAL 781 AT 0900. ARRIVE PEKING 
1205. 
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2. REQUEST RESERVATIONS BE MADE FOR BOOTH ONLY FOR SINGLE 
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WITH BATH AT HILTON HOTEL FOR 19 AND 20 AUGUST. BOOTH 
WOULD ALSO APPRECIATE PX PRIVELEGES. PLEASE CONFIRM. 

3. BOCSKOR'S HOTEL RESERVATIONS MADE BY AIRLINE; NO 
ASSISTANCE REQUIRED. 

4. GREATLY APPRECIATE YOUR ASSISTANCE AND COOPERATION IN 
THIS MATTER. KISSINGER 
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